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Parks, city, wildlife in 691 
national, changing image of 254 
Particle movement in fluidized bed 518 
Particle physics, violation of symmetry laws 832 
Particle trajectory determination 852 
Partridges, survival in cold conditions 534 
Passive Geodetic Earth-Orbiting Satellite. See PAGEOS 
Patent medicines, US investigation of 826 
Patents, Commonwealth systems 122 
international system proposal 855 
Patients, surgical experiments on 28 
Pattern-recognition system of human eye 295 
Payroll tax. See Selective Employment Tax 
Peake Deep area, study of oceanic crust 655 
Perception experiments with ambiguous drawings 380 
Periodic table, extension of 774 
Pest control, by population "flushing" 779 
pine forest, ants in 225 
"sterile male" method of 573, 736 
Pest precautions in aircraft 729 
Pesticides, alternative method to 504 
71 see also Insecticides 
ons for Petkolin, low toxicity insecticide 225 
Petroleum and Chemical Engineering, International Ex- 
hibition 826 
Pharmaceuticals, micro-encapsulation of 708 
Phosphorus plant, Chimkent 75 
Photo-elastic recording 167 
Photography without chemicals 167 
Physicists, training of 467 
Physics, particle, violation of symmetry laws 832 
Piezoelectric detonation 314 
Pilots, tests for low flying 516 
Pine forest pest control, ants in 225 
Pipeline for North Sea gas supplies 153 
Pipeline laying, study of 306 
Pitch in polishing of optical surfaces, correction 20 
Planets, life on, signs from space photographs 183 
Planisphere, navigational teaching aid 708 
Plant quarantine inspection 729 
Plant viruses, progress against 586 


nology, 


ation of 


779 


104 





0, 466, 





|, Uni- 









Plants, culture in Israel 782 
soil-less culture of 782 
Plasma are process for coal conversion 421 
Plasma tumours, inhibition by hormones 184 
Plastic lens for polaroid camera 581 
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Skylark, X-ray telescope for 456 
Rocket propelled chair 92 
Rocket propelled pogo stick 92 
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796 
Smallpox, WHO drive to eradicate 293 
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183 
Soil-less culture of plants 782 
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Solar cell arrays in spacecraft 235 
Solar eclipse, haloes at 604, 736 
Solar observatory, Australia 26 
Solar system, origin of 9 
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Solids, interplay of waves in 712 
SOLRAD-8 X-ray monitoring satellite 422 
Sonic fertilizers, last word on 226 
Sonic Mobility Aid 695 
Sono-chemical processes 365 
Sorting machine, optical, for limestone 642 
Sound, chemical reactions induced by 365 
Space, X-rays and gamma rays from 351 
Space engineers, vocabulary of 423, 604 
Space navigation by stars 520 
Space programme, Japan 15 
Space Symposium, Sixth European 428 
Space transporter project and Eurospace organization 
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Space vehicles, recoverable, prospects for 428 
Spacecraft, Gemini-9, flight achievements 703 
flight report 835 
launching delays 635 
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findings of 152 
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solar cell arrays in 235 
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Surveyor-1, lunar evening picture 789 
report on findings 834 
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645 
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space navigation by 520 
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Steel casting, X-ray fault detection method in 706 
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Strontium-90, diet protection against 791 
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Sudan, leather production research in 841 
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Sun, annular eclipse of 338 
total eclipse and sunspot activity of 422 
weather observations 26 
see also Solar 
Sun-powered laser 630 
Superconducting memories for computers 178 
Superconductors for nuclear work 314 
Superfluidity in refrigerator 194 
Superplasticity in metalworking 75 
Surface studies by electron diffraction 526 
Surgery, adhesives in 308 
Surgical experiments on patients 28 
Surveying, intercontinental, by satellite 171 
Surveyor A spacecraft, launching on Moon course 570 
Surveyor-1 spacecraft, lunar evening picture 789 
report on findings 834 
soft-landing on Moon 632, 699, 703 
Surveyors, microwave angle-measuring device for 584 
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Symmetry laws in particle physics, violation of 832 
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Tadpoles, fear substance in 723 
Tankers, large, problems of 294 
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Teaching, scientific, in Russia 384 
Technical English, last word on 504 
Technocracy, merits of 384 
Technological education in Scandinavia 600 
Technological standards in Japan 836 
Technology, careers in, information on 225 
Ministry of, aviation research establishments takeover 
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future policy 502 
Technical Advisory Committee on electronics 629 
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Telephone exchange, electronic 158, 800 
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Telephone service, development of 158, 800 
survey on efficiency of 465 
Telescope, cosmic-ray, for exploration of pyramid 762 
for Palomar Observatory 580 
radio, for tracking spacecraft 222 
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X-ray, for Skylark rocket 456 
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Temperature waves in solid helium 723 
Testing of engines, automatic system for 444 
Thalidomide, new cell theory 499 
Thermoplastics, bond-promoting process for 356 
Thin films, development and application prospects 944 
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for 222 
Thunderstorms, effect on ionosphere 789 
Time-measurements 379 
proposals for change 861 
Tinplate intermetallic layer examination technique 518 
Titanium, welding flux for 839 
Titanium alloy in jet engines 519 
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Train reservations, computer system for 642 
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Translation from Russian to English by machine 569 
Tribology, report on teaching and research in 422 
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Tsetse fly problem, IAEA research on 573, 736 
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Tungsten-chromium alloy, palladium in 20 
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in power stations 244 
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aflatoxin in 259 
Turtle, behaviour of 456 
physiological adaptations in long dive 854 
Two-dimensional electron gas 655 
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Urine extract, directin, in cancer research 184 
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Venereal syphilis, resurgence of 345 
Venus flytrap, touch mechanism of 342 
Viral replication, interferon inhibition 437 
Viruses, benign and malignant 534 

plant, progress against 586 
Viscera-vision, last word on 295 
Visotactor reading machine for blind persons 82 
Vocabulary of space engineers 423, 604 


Warfarin resistant rats 771 

Waste-management in US 6 

Watch movement, electronic 306 

Water, distilled, analysis of 642 

Water buffalo and food production in Far East 370 

Water resources in Hong Kong 595 

Waves, interplay of, in solids 712 

Weather balloons 339 

Weddell seal, diving depths 31 

Weed control, chemical and mechanical 310 

Welding, friction, application of 780 
self-shielding technique 708 








que 518 


d 516 










gBJECT INDEX 


Welding flux for titanium 839 
ghewell, W., scientist and poet 123 

wildlife, and man 385 

incity parks 691 

Wildlife conservation activities 423, 604, 665 
wildlife Youth Service, AID Corps for children 423 
Wind instruments in breathing study 315 

Women, co-operation between 41 

wool, shrink-proofing process for 304 


health information service 293 
World population problem 465 
World Wildlife Fund, activities of 423, 604, 665 


X-ray fault detection method in steel casting 706 
X-ray sources, galactic 533 

X-ray telescope for Skylark rocket 456 

X-rays from space 351 





World Health Organisation, anti-smallpox drive and 


Vol. 30 







NEW SCIENTIST 








XB-70 supersonic aircraft, test flying 583 





Yams, storage of 839 
Yarns, hetero synthetic 840 







Zanil in treatment of liver fluke 708 

Zircon and products, uses for 355 

Zirconium compounds, industrial uses 786 
Zuckerman, Sir Solly, scientific adviser to Cabinet 602 









AUTHOR INDEX 


Allibone, T.E, Training the physicists 467 

Anbar, M. Chemical reactions induced by sound 365 

Anerson, J.C. Electronics in two dimensions 844 

Atherton, D.L. Superconducting memories 178 

Atkinson, R.J.C. Stonehenge and probability (Letter) 
466 

Beker, V.S. See Pitt, F.L, and Baker, V.S, 

Bamister, R. Athletics at altitude 228 

Barclay, J.H, Catching data at birth (Letter) 799-800 

Barnett, S. A,Is there a human "aggressive instinct ?"'536 

Barwell, F. T. Electrification of British Railways (Let- 
ter) 260 

Baynham, A,C,, Bulman, P,J. and Maines, J.D. In- 
terplay of waves in solids 712 

Bergel, F. In place of experimental animals 646 

Bessborough, Lord. Disputed timetable (Letter) 194 

Birnstiel, M.L. Nucleolus and its genes 99 

Bishop, J.O, Sub-units of the protein factory 97 

Blake, A. Those mechanically-minded Chinese 125 

Blumenthal, W.B, Zircons for profit 786 

Bodington, S. Catching data at birth (Letter) 544 

Boon, W.R, Chemicals to replace the plough 310 

Bowden, Lord. National Computing Centre (Letter) 42 

Boyd, J.M, Changing image of the national park 254 

Bragg, S. L. review of 'Techniques Today and Tomorrow' 
126 

Brain, Lord. Mechanics of behaviour 863 

Brown, R. Design of big radio aerials 650 

Hydrogen grid instead of pylons? 578 

Buedeler, W. Europe in space (Letter) 42 

Bulman, P.J. See Baynham, A,C,, Bulman, P,J, and 
Maines, J.D. 

Burne, J.C, Haloes at the eclipse (Letter) 604 

Burns, D.M. review of "Melting and Crystal Structure’ 
44-45 

Calder, N. Australia's mineral discoveries 257 

Britain's methane in perspective 514 

Movies of the Sun's weather 26 

Carlin, J.L.. Airships triumphant (Letter) 800 

Charnock, H. review of 'Elements of physical oceano- 
graphy' 266-267 

Chasemore, H. Airships indicted (Letter) 260 

Clark, R.W. Haldane memoir (Letter) 122 

Clausen, H. Neglected engineers (Letter) 861 

Coady, A. Mouldy grain and disease (Letter) 259 

Coates, Sir Eric. The Indian Institute of Technology 
(Letter) 382 

Cockcroft, Sir John. Father of the atomic pile (Main 
Article) 801 

Cockrill, W.R. Key animal for a hungry world 370 

Collier, H.O,J. Is LSD Dangerous? 156 

Collins, P. Ancient and modern 735 

Collis, R.T.H, Clear-air turbulence: myth or menace? 
240 

Colman, J.S, review of 'The Plankton of the Sea' 606 

Cooper, C.W. See Falb, R.D. and Cooper, C.W. 

Cramp, S. Birds: fitting in with humans 189 

Crowther-Watson, M. Saving systems analysts (Letter) 
736-737 

Cummings, A.D. review of ‘Industrial Skills' 265 

Curran, J,E, Microwave "cookers" in industry 450 

Davidson, C. Airships endorsed (Letter) 260 

davies, R.D, Explosions in galaxies 505 

Dombey, N. Particles through the looking-glass 832 

Drain, D.J, Network planning of drug testing 647 

Drew, D,H. Designing in honeycomb 522 

Drummond, D. Rats resistant to warfarin 771 

Dufton, R. Substitutes for sight 695 

Dugdale, R.A, Hot beams from a glow discharge 592 


Dunne, M. Abortive calls (Letter) 465-466 
Dupen, D.W. Standord's longs long beam 296 
Edge, R.C.A, Intercontinental surveying by satellite 
171 
Edwards, A.W. F, Studying human evolution by computer 
438 
Edwards, G,A,B, Taxonomy for the shop floor (Letter) 
England, S.T, Whewell as poet (Letter) 123 
Evans, C. review of 'Living Control Systems' 802 
Falb, R.D. and Cooper, C,W. Adhesives in surgery 
308 
Fishlock, D. Brandy for the brightest 836 
Carbon fibres for lightweight materials 654 
Cousins' research empire 768 
Machine tools: the biter bit 80 
Of typhoons and tap-water 595 
Telephones: electronics to the rescue 158 
The most versatile tool 361 
Fitter, R. Flora: riches of the chalk and limestone 187 
Floyd, W.F, review of 'Man-Machine Engineering' 196 
Fore H. Succulent kippers (Letter) 604 
Freeman, C. Evaluation of science 660 
Gabor, D. review of 'An Introduction to Coherent Optics 
and Holography' 666-667 
Gatland, K.W. Japan's cut-price space programme 15 
Recoverable space launchers: a US-European oppor- 
tunity 428 
review of 'Space Travel and Exploration' 469-470 
Gilbert, J.S.W. Up with motor-bikes (Letter) 466 
Gillett, J.D. Airships unsafe - but what about boats? 
(Letter) 466 
Gold, T. First impressions of the implications 699 
Gombinski, J. Taxonomy for the shop floor (Letter) 544 
Gowing, M. review of ‘Women and Scientific Profes- 
sions' 667 
Grayson, T.J, See Oddie, G.A, and Grayson, T.J. 
Grigson, C.W.B, Scanning electron diffraction 528 
Hamilton, P,M, Lidar tracks chimney plumes 716 
Hardy, E. Lancashire game books (Letter) 194 
Henisch, H. See Henisch, R. and Henisch, H. 
Henisch, R. and Henisch, H. Package meal deal (Let- 
ter) 466 
Hermann, A. Industry v countryside 796 
Hillaby, J. Evangelecoly 385 
Hilsum, C. Mini-radar (Letter) 316 
Hinde, R.A, review of 'Behaviour of Nonhuman Primates' 
261-262 
Holloway, E. Erratum (Letter) 861 
Hoselitz, K. Hot gas soldering tools (Letter) 122 
Howells, T.J, Getting rid of dust (Letter) 604 
Hughes, R. Stonehenge and Diodorus (Letter) 316 
Hyde, F.W. review of 'Naked Eye Astronomy' 262-263 
Ingamells, C.O, The light of growing crystals (Letter) 
122 
Ithell, A.H, Artificial ears and mouths 794 
Jahoda, G. review of 'Theoriesin Social Psychology' 
863-864 
Jahoda, M, and Thomas, L. Mechanics of Learning 114 
Jefferson, G,T. review of 'Biospeleology: The biology 
of Cavernicolous Animals' 267 
Jewell, P. Mammals: disarray and distinction 190 
Jones, D,E,H. From chemical know-how to applied 
science 739 
review of 'An approach to Chemical Analysis: its De- 
velopment and Practice' 263-265 
Kershaw, W.E. Production of tsetses (Letter) 736 
Kidd, S. Communicating through the skin 82 
King, H.F, Early machines for air and water 458 
Kruuk, H. New view of the hyaena 849 
Kuiper, G,P, Surface of the Moon 633 
Kurti, N. Brief beef (Letter) 194 








Lamerton, L,F, review of 'Chemical Protection Against 
Ionizing Radiation’ 126 
Laurie, M,E, Airships endorsed (Letter) 260 
Lavesen, B. Danish forum for young scientists 798 
Leakey, L.S.B, review of 'Guide to Fossil Man' 45 
Low, I. Cities fit for people 35 
French plan for science 463 
review of 'The World of Archaelogy' 265-266 
Stonehenge computer 195 
The resurgence of syphilis 345 
Lyttleton, R.A, Soft-landing of Surveyor-1 632 
Maines, J.D. See Baynham, A.C,, Bulman, P,J, and 
Maines, J.D, 
Marsden, J.C. Insecticides and the rest (Letter) 42 
Mathers, J.H. Haloes at the eclipse (Letter) 736 
Matheson, C. Game records and Britain's man-made 
fauna 38 
Milsum, J.H, Control engineer's view of medica) prob- 
lems 829 
Mita, E.J, A Hungry world (Letter) 465 
Morse, F. Nuclear airship 12 
Mortley, W.S, Impact or volcano? (Letter) 123 
Napier, J. Primatus sum 545 
Newell, J. Turkey disease (Letter) 42 
Oddie, G.A, and Grayson, T.J, Family grovping and 
British industry (Letter) 259 
Ogilvy, H.H, Mini-radar and railways (Letter) 122-123 
Pagel, B. New departure in cosmology 261 
Pardoe, G.K,C. review of ‘History of the US Air Force 
Ballistic Missiles' 546-547 
Paterson, D. Broad view for the layman 666 
Piggott, R. Time for change (Letter) 861 
Pirie, N.W. Towards the seleno-microcosm 574 
Pitt, F,L, and Baker, V.S, Management and information 
375 
Planer, G.V. Hot gas soldering tools (Letter) 122 
Ragge, D.R. Locust worker's bible 44 
Rau, C.A, Jr. See Tetelman, A.S, and Rau, C.A, Jr. 
Rickenberg, C.S. Commonwealth patent systems (Letter) 
122 
Ridpath, I. Haloes at the eclipse (Letter) 736 
Roberts, D. Lemurs and grooming (Letter) 260 
Rushton, R. Threats and salvations 605 
Rydon, H.N, First synthesis of a protein 766 
Rzéska, J. See Tonolli, V. and Rzdska, J. 
Sankey, J. Invertebrates: a ion of invaders 
Schwarz, M. Hydroponics pays off 782 
Scott, D. Instant road tests 719 
"Lifting" ships overland 857 
Scott, P. World Wildlife Fund (Letter) 665 
Semmens, P,W.B, Drivers and accidents (Letter) 43 
Shepherd, E. Colston. review of ‘Invention of the Aero- 
plane, 1799-1909 386 
Torture chamber for aircraft 637 
Sherman, R. The insect jet set 729 
Simons, H. Most ambitious week in space 634 
Smith, B. Non-profit research corporations in the USA 
858 
Sourek, K. Surgical experiments on patients 28 
Spensley, P.C, Mouldy food and disease (Letter) 466 
Strasser, B. Misconceptions about Bell (Letter) 800 
Stubbs, P. Measuring the warmth of the Earth 231 
New Astronomy 78 
Promise of the North Sea strata 658 
Reading the genetic code 348 
When internal clocks slip 435 
Sutton, J. Geological comment 700 
Sykes, J.H.M, High-voltage anxieties 577 
"Topper" for power stations 244 
Teeling-Smith, G. Plastic hearts create a dilemma (Let- 
ter) 465 































188 






















Tetelman, A.S, andRau, C.A, Jr, Strength through holes 
103 

Thomas, L. See Jahoda, M. and Thomas, L. 

Tinker, J. review of 'The Leviathans' 740 

Tipton, H. Turning from a tape 362 

Todd, C.J. Low-energy electron diffraction 526 

Tomlinson, J,A, Progress against plant viruses 586 

Tonolli, V. and Rz6ska, J. Productivity of lakes and 
rivers 119 


Viago, A.C, Scandinavia's response to scienceboom 600 
Wheeler, F. Food from natural gas? 711 
review of 'Mathematics and Computer Science in Biology 
and Medicine' 470 
review of ‘Progress in Medical Computing’ 470 
review of 'We Built our own Computers' 740 
White, S. Status symbol or stimulus? 542 
Whitfield, D. High-speed human skills 300 
Williams, D.E, Gas turbines for the road 245 


NEW SCIENTIST _ 


Williams, P. Oceanographers confer 636 

Search for new fisheries 697 

Wilson, D.G. Spacemen speak with twisted 
(Letter) 604 

Winn, M.M, Cosmic-ray astronomy 24 é 

Worthington, E. Barton. Saving wild animals (1, 
604 : 


Young, F.G, review of 'The Uniqueness of BE 
Materials' 469 





BOOK INDEX 


‘Alternating Currents' by F. Pohl 605 

Amaldi, E., Persico, E., Anderson, H, L,, Rasetti, F., 
Smith, C.S., Wattenberg, A. and Segre, E. 'Col- 
lected Papers of Enrico Fermi: Vol. II 801 

Anderson, H,L. See Amaldi, E., Persico, E., Ander- 
son, H.L., Rasetti, F., Smith, C.S,, Wattenberg, 
A. and Segré, E. 

‘Approach’ to Chemical Analysis: Its Development and 
Practice' by H.N. Wilson 263-265 

Ashton, W.D. 'Theory of Road Traffic Flow' 386 

Bacq, Z.M. ‘Chemical Protection Against Ionizing Ra- 
diation' 126 

Ballard, J.G, ‘The Crystal World' 605 

Bayliss, L.E. ‘Living Control Systems' 802 

"Behaviour of Nonhuman Primates'ed. by A.M, Schrier, 
H, F, Harlow and F. Stollnitz 261-262 

'Biospeliology: The Biology of Cavernicolous Animals' 
by A. Vandel 267 

Bolt, A.B, (Ed.) ‘We Built our own Computers' 740 

Brown, S.C. and Clarke, N. (Eds.) ‘Education of a 
Physicist' 467-469 

Ceram, C.W. (Ed.) ‘World of Archaeology’ 265-266 

‘Cerebral Control of Movement' by D. Denny-Brown 863 

Chapanis, A. ‘Man-Machine Engineering’ 196 

‘Chemical Protection Against Ionizing Radiation' by 
Z.M, Bacq 126 

Clarke, N. See Brown, 8.C. and Clarke, N 

‘Collected Papers of Enrico Fermi: Vol. II' ed. by E. 
Amaldi, E. Persico, H.L. Anderson, F. Rasetti, 
C.8, Smith, A. Wattenberg and E. Segré 801 

Crowther, J.G, ‘Discoveries and Inventions of the 20th 
Century' 666 

‘Crystal World' by J.G. Ballard 605 

Day, M. ‘Guide to Fossil Man' 45 

Denny-Brown, D. ‘Cerebral Control of Movement' 863 

Deutsch, M. andKrauss, R.M, ‘Theories inSocial Psy- 
chology' 863-864 

Dinsdale, T. ‘The Leviathans' 740 

"Discoveries and Inventions of the 20th Century' by J.G. 
Crowther 666 

‘Education of a Physicist’ ed. by S.C. Brown and N. 
Clarke 467-469 

‘Elements of physical oceanography' by H.J. McLellan 
266-267 

‘Galaxies, Nuclei and Quasars' by F. Hoyle 261 

Gibbs-Smith, C,H, ‘Invention of the Aeroplane, 1799- 
1909' 386 

‘Grasshoppers and Locusts. Vol. 1.'by Sir Boris Uvarov 44 

Grzimek, B. ‘Wild Animals. White Man' 385-386 


'Guide to Fossil Man' by M. Day 45 

Hardie, D.W. F, and Pratt, J. Davidson ‘History of the 
Modern British Chemical Industry' 739 

Harlow, H.F, See Schrier, A.M., Harlow, H.F. and 
Stollnitz, F. 

Harness, C.L, ‘The Rose' 605 

Hawkins, G.S, ‘Stonehenge Decoded' 195 

‘History of the Modern British Chemical Industry' by 
D.W.F. Hardie and J. Davidson Pratt 739 

‘History of the US Air Force Ballistic Missiles' by E.G. 
Schwiebert 546 

Hoyle, F. ‘Galaxies, Nuclei and Quasars’ 261 

"Industrial Skills' by W. Douglas Seymour 265 

"Introduction to Coherent Optics and Holography' by G.W. 
Stroke 666-667 

‘Invention of the Aeroplane, 1799-1909' by C.H. Gibbs- 
Smith 386 

Krauss, R.M, See Deutsch, M. and Krauss, R.M,. 

‘Leviathans, The' by T. Dinsdale 740 

"Living Control Systems' by L.E. Bayliss 802 

"Man-Machine Engineering' by A. Chapanis 196 

Massey, Sir Harrie. ‘Space Travel and Exploration' 469- 
470 

"Mathematics and Computer Science in Biology and Med- 
icine' 470 

Mattfeld, J.A, and Van Aken, C.G, 
Scientific Professions' 667 

McLellan, H.J. ‘Elements of physical oceanography' 
266-267 

"Melting and Crystal Structure' by A.R, Ubbelohde 44- 
45 

"Men and Apes' by R. Morris and D. Morris 545 

"Mirror for Observers' by E. Pangborn 605 

Moore, P. 'Naked Eye Astronomy' 262-263 

Morgan, D. ‘Richest Corpse in Show Business' 605 

Morris, D. See Morris, R. and Morris, D. 

Morris, R. and Morris, D. ‘Men and Apes' 545 

"Naked Eye Astronomy' by P. Moore 262-263 

Needham, A,E, ‘Uniqueness of Bioligical Materials' 
469 

Needham, J. ‘Science and Civilization in China. Vol. 4 
Part II Mechanical Engineering' 125 

"New Views of the Nature of Man' ed, by J.R. Platt 386 

Pangborn, E. ‘Mirror for Observers' 605 

Persico, E. See Amaldi, E., Persico, E., Anderson, 
H.L., Rasetti, F., Smith, C.S,, Wattenberg, A. 
and Segré, E. 

‘Plankton of the Sea' by R.S. Wimpenny 606 

Platt, J.R. (Ed.) 'New Views of the Nature of Man' 386 

Pohl, F. ‘Alternating Currents' 605 

Pratt, J. Davidson. See Hardie, D.W.F. and Pratt, J. 


"Women and the 


Davidson, 
Progress in Medical Computing' 470 
Rasetti, F. See Amaldi, E., Persico, E., 
H.L., Rasetti, F., Smith, C.8., Wat 
and Segré, E. 4 
‘Richest Corpse in Show Busitiess' by D. Morgan | é 
‘Rose, The' by C.L. Harness 605 
Schrier, A.M, , Harlow, H.F. and Stollnitz (Eds.) | 
haviour of Nonhuman Primates' 261-262 . 
Schwiebert, E.G. ‘History of the US Air Force 
tic Missiles' 546 : 
‘Science and Civilization in China. Vol. 4 Part I 
anical Engineering' by J. Needham 125 
Segré, E. See Amaldi, E., Persico, E., 
H,L., Rasetti, F., Smith, C.8,, W: 
and Segré, E. 
Seymour, W. Douglas. ‘Industrial Skills' 265 
Smith, C.S, See Amaldi, E., Persico, E., 
H.L., Rasetti, R., Smith, C.8,, Wat bt 
and Segré, E. 4 
‘Space Travel and Exploration' by Sir Harrie 
469-470 
Stollnitz, F. See Schrier, A.M., Harlow, H, 
Stollnitz, F. 
‘Stonehenge Decoded' by G.S, Hawkins 195 
Stroke, G.W. ‘Introduction to Coherent Optics a 
ography' 666-667 
‘Techniques Today and Tomorrow' by J.T. Young” 
‘Theories in Social Psychology’ by M. Deutsch and I 
Krauss 863-864 
'Theory of Road Traffic Flow' by W.D. Ashton 
Ubbelohde, A.R. ‘Melting and Crystal Structure’ 4 
"Uniqueness of Biological Materials' by A. E, d 
469 


Uvarov, Sir Boris. 
1.' 4 

Van Aken, C,G. See Mattfeld, JA. and Van Aken, 

Vandel, A. 'Biospeleology: The Biology of 
Animals' 267 

Wattenberg, A. See Amaldi, E., Persico, E., Am 
son, H. L., Rasetti, F., Smith, C.S,, Watten 
A. and Segré, E. 

"We Built our own Computers’ ed. by A.B. Bolt 

‘Wild Animals. White Man' by B. Grzimek 38 

Wilson, H.N. ‘An approach to Chemical \ 
Development and Practice' 263-265 

Wimpenny, R.S. ‘Plankton of the Sea' 606. 

"Women and the Scientific Professions' ed. by J. A. 
feld and C.G. Van Aken 667 

‘World of Archaeology' ed. by C.W. Ceram 

Young, J.T. ‘Techniques today and Tomorrow’ 


rem and Locusts. 











